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Message Text 


UNCLASSIFIED 

PAGE 01 LONDON 15426 07 1 55 1 Z 
47 

ACTION SMI-0 1 

INFO OCT-OI EUR-I2 ISO-00 OES-05 /0I9W 

020385 

P07I530ZOCT 75 

FM AMEMBASSY LONDON 

TO SECSTATE WASHDC PRIORITY 5374 

UNCLAS LONDON 15426 

E.O. 11652: N/A 
TAGS: TECH, UK 

SUBJECT: SSIE'S ENERGY INFORMATION DATA COLLECTION EEFORTS 
REE: STATE 236490 

1 . DR. WALTER MARSHALL WILL BE ABROAD FOR PERIOD 
OCTOBER 17-22. FIRST AVAILABLE DATE HE CAN MEET WITH 
DR. HERSEY AND MR. LAKAMP IS OCTOBER 23. MR. NICHOLSON 
ALSO WILL BE AWAY BUT UK AEA WILL MAKE ARRANGEMENTS 
FOR ANOTHER OFFICIAL TO DISCUSS SSIE PROGRAM. 

2. ADVISE ASAP WHETHER VISIT TO LONDON CAN BE POST- 
PONED UNTIL MARSHALL'S RETURN. IN HIS ABSENCE, EMBASSY 
DOUBTS TRIP'S PURPOSE CAN BE ACCOMPLISHED. 
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Drafter: n/a 
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Errors: N/A 
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Handling Restrictions: n/a 
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ISecure: 1 
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Locator: TEXT ON-LINE, ON MICROFILM 
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Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 236490 
Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 SEP 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 SEP 2003 by MaustMC>; APPROVED <19 FEB 2004 by SmithRJ> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SSIE'S ENERGY INFORMATION DATA COLLECTION EFFORTS 
TAGS: TECH, ENRG, UK, (MARSHALL, WALTER) 

To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



